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L. B. Spees [lspees@charter.net] 
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Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Help stop the ACP 


The proposed Atlantic Coast Pipeline will be environmentally and socially destructive. It 
poses great risks for the future health of our state. 

Please deny it a 401 water certification permit. 

Lynn B. Spees 

280 28 th Avenue Place, NE 

Hickory, NC 28601 



